To:  Faulk,  Libby[Faulk. Libby@epa.gov] 

From:  Flannery  O'Neil 

Sent:  Fri  8/7/2015  11:55:28  PM 

Subject:  Mistake  on  Website 


Website  says  Durango  (San  Juan  County),  it  should  either  read  Silverton  (San  Juan  County)  - that  is 
where  incident  was  or  here  Durango  (La  Plata  County). 


Flannery  O’Neil,  MPH 

Health  Planner  and  Communications  Director 
San  Juan  Basin  Health  Department 
(970)335-2087 
www.sibhd.org 
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